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Troop trains loaded with troops, vehicles and billeting equipment at the Fuersten™ 
walde railroad station between 16 and IS July 1953 included! 25X1 B 

16 July ,. A train of 6 boxcars, 12 converted boxcars and 31 flatcars with aideracks 25X1 


with t 


a train of 6 boxcars. 12 converted boxcars and 34 flatcars with sideracks, 


25X1 


a train o f 5 boxcars , 12 converted boxcars and 43 flatcars with sideraeks , | | 

I il ~| and a train of 2 boxcars, 6 converted boxcars and 11 RY-type flat- 

All trains went to Berlin-Schoen^-g^^ g 


cars carrying 22 tanks, 
weide. 


12 July,, A train of 1 conv erted boxcar, 27 boxcars and 14 flatcars with sideracks, 25X1 

|to Berlin-Adlershof ; a train of a converted boxcar, 27 box- 

] to Berlin~Adlershof25X'| B 
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cars and 12 flatcars with sideracks. 


ID July ., A train of 4 boxcars, 1 c onverted boxcar and 48 flatcars with siderackgj 
carrying mainly trucks, including | 


] which went to Berlln-Johannisthal 


] 


25X1 


CLASSIFICATION SECRET 


Approved For Release 2002/07/15 : CIA-RDP80-00810A0021 00840001 -5 






